BILL NO. S-71-03 - fC 






SPECIAL ORDINANCE NO, 


S- /'L2- 7/ 


AN ORDINANCE authorizing the Mayor, Board of 
Public Safety-Traffic Engineering Department 
to exercise option to purchase an I.B.M. type 
1801, Model 2C computer-controlled traffic 
signal system under a lease with option to 
purchase. 


WHEREAS, the Common Council of the City of Fort Wayne 
heretofore, on the 22nd day of July, 1969, by ordinance authorized 
the lease with option to purchase one I.B.M. type 1801, Model 2C 
computer-controlled traffic signal system, being Ordinance No. 
S-284-69; and 

WHEREAS, the City of Fort Wayne, by and through its Mayor 
and Board of Public Safety-Traffic Engineering Department, believe 
it is to the best interest of said City and the citizens thereof 
that the option to purchase said system outright should be 
exercised : 

NOW THEREFORE, BE IT ORDAINED BY THE COMMON COUNCIL OF THE 
CITY OF FORT WAYNE, INDIANA: 

SECTION 1. That the City of Fort Wayne, by and through 
its Mayor and Board of Public Safety-Traffic Engineering Depart- 
ment, be authorized and empowered to exercise an option to 
purchase one I.B.M. type 1801, Model 2C computer-controlled 
traffic Signal System for a total price of $159,885.00, as more 

specifically set forth in said bid document Ref. No. 297 and 
I.B.M. Reference No. M 25957 and City Purchase Order No. 2-01109, 


which are on file in the office of the Department of Purchases 
and are by reference incorporated herein and made part hereof 
as though fully set forth and are in all things ratified, 
approved and confirmed. 

SECTION 2. This Ordinance shall be in full force and 
effect from and after its passage and approval by the Mayor. 




Read the first time in full and on motion by _ 

and duly adopted, read the second time by title and referred 




seconded by 




f 


( «n d ta , the Ci t y. PI in 


to the (Committee on) 

-for Tecornmendationd- XAnd... Public Hearing to. be held af ter due legal notice, 


at the Council Chambers, City Hall, Fort Wayne, Indiana, on 

.the— — " “ 


■P i Hi , fciO.'fr r 

Date : 


day of 


3 - > » - 7 / 


19 


Read the third time in full and on motion by 







seconded by 




City Clerk 


and duly adopted, placed on its passage. 


Passed G LOff f) by the following vote: 
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Steigerwald 
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Tipton 






City Clerk 

Passed and adopted by the Common Council of the City of Fort Wayne, Indiana, as 
- (Zoning Map )< General) (Annexation) (Special) ( Appropg P ft t - *ew) Ordinance (Rasnl ntjon) No . -T"- & C>2~/^ 

^ " day of , 19 ^7 ( • 


on the 



ATTEST 


(SEAL) 




Ci-ty CHerk ^ ' ^Presidi 

i. ' . /'^ 7 Tj 

Presented by me to the Mayor of the City of Fort Wayne, Indiana, on the 


iidingdlEf icer 


dav 


AJ.: 


of * 




... .1 - ■— 

V# V » 


, 19 ~7 / at the hour of P' jfa o'clock ff .M.,E.£>.T. 


Approved and signed by me this / day of 
at the hour of I 7*/ o'clock P . M « , E . S . T . 




Bill No. S-71-03-10 


REPORT OF THE COMMITTEE ON REGULATIONS 

We, your Committee on Regulations to whom was referred an Ordinance 

authorizing the Mayor. Board of Public Safetv-Traffio Engineering Department to 

exercise option to purchase an I.B.M. type 18Q1. Mr del -2C._camputer=CQntrQ lied 

traffic signal system under a lease with option to purchase, 


have had said Ordinance under consideration and beg leave to report back to the Common 



JOHN H. ROBINSON 


OATE_i 


CONCURRED IN 

3 ' 3t~l i FUAD G. BONAHOOM, CITY CU 


CITY OF FORT WAYNE 

INTER-DEPARTMENT COMMUNICATION 


FROM: Department of Purchasing 


March 19, 1971 


TO. The Common Council, Phil A. Steigerwald, President 

SUBJECT: Bid Ref. No. 297, Purchase Order 2-01109, Revised - One I.B.M. 

Computer-Controlled Traffic Signal System, for Traffic 
Engineering Department 


Members of the Common Council: 

On July 22, 1969, the Council approved an ordnance authorizing the 
installation of the above equipment at a monthly rental rate of 
$3,777.00 with the understanding that outright purchase would be 
completed as soon as possible. 

The Board of Public Safety, Traffic Engineer, and the Board of Public 
Works has now submitted to the Legal Department a request for an 
ordnance authorizing outright purchase at the original bid price of 
$150,110.00, plus an emergency installation of 47 additional sense 
points at a cost of $9,775.00, making a total cost of $159,885.00. 

The Arterial Road Board has already provided 75% of the original cost 
($112,500.00), now in possession of the Board of Public Works. 

The advanced approval of the Common Council is requested since the 
equipment has been installed and I.B.M. is asking for payment. 

Yours truly, 

C .’ D. Grazier 
Assistant'' 

CDG/th 



